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Town of Arlington, Massachusetts 

730 Massachusetts Ave., Arlington, MA 02476 
Phone:781-316-3000 

webmaster@town.arlington.ma. us 


Redevelopment Board Agenda 01/23/2006 


ARB Meeting of Monday 
January 23, 2006 


AGENDA 


7:00 PM The Arlington Redevelopment Board to convene in second floor 

conference room of the Robbins Town Hall Annex to meet informally with 
representatives of Watertown Savings Bank which intends to renovate and 
use as a bank the building at 980 Massachusetts Avenue. 

7:30 Board to review design development plans for the proposed Armstrong 

Ambulance building at 87 Mystic Street. 

8:15 Board to review leases for Cooperative Elder Services and Comcast Cable. 

8:30 Board to sign decision for special permit for Armstrong Ambulance 

building at 87 Mystic St. and wireless communication facility at 1098 
Massachusetts Avenue. 

8:40 New Business 

9:00 Adjourn 
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